PREPARATION — POWER STEERING PP-41 


LUBRICANT 


Item Capacity Classification 


Power steering fluid (Total) 1.0 liters (1.1 US qts, 0.9 Imp. qts) ATF DEXRON II or Ill or equivalent 


PP-42 PREPARATION — POWER STEERING 


TOYOTA genuine adhesive 1344, THREE BOND 1344, or equivalent 


